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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 199599 
ORIGIN OES-09 

INFO OCT-01 NEA-10 ISO-OO EB-08 AID-05 DOE-15 SOE-02 
/050 R 

DRAFTED BY OES/NET : ARICHMOND 
APPROVED BY OES/NET/EST :MPROCHNIK 
NEA/EGY- C KENNEDY 
EB/ORF/FSE - N SCHALK 
AID - D BRENNEN 

DOE/LDC - B TARDIFF(INFORMATION) 

129616 081326Z/47 

O 081318Z AUG 78 

FM SECSTATE WASHDC 

TO AMEMBASSY CAIRO IMMEDIATE 

UNCLAS STATE 199599 

E.O. 11652: NA 
TAGS:ENRG, TECH, EG 

SUBJECT: US/EGYPT ENERGY ASSESSMENT 

1 . JOINT EGYPT/US REPORT ON COOPERATIVE ENERGY ASSESSMENT 
DISCUSSED WITH CAIRO SCIATT, KING AND MCFARREN (DOE) AT 
DEPT (OES), AUG 4. ASSUMING EMB PERCEIVES NO OBJECTION, 

DEPT HAS NO OBJECTION TO GIVING DRAFT REPORT TO GOE FOR 
THEIR INITIAL REVIEW. 

2. IT SHOULD BE POINTED OUT TO MAHER ABAZA AND/OR OTHER 
APPROPRIATE GOE OFFICIALS THAT WHILE REPORT ADDRESSES 
EQUALLY, MANY ASPECTS OF ENERGY DEMAND, SUPPLY AND 
CONSERVATION IN VARIOUS SECTORS. IT IS NOT ITSELF AN 
ACTION PLAN. SPECIFIC ENERGY AREAS AND SECTORS NEED TO BE 
REVIEWED IN GREATER DETAIL, PRIORITIES IDENTIFIED AND 

IMPACTS ASSESSED BEFORE SUCH A PLAN CAN BE DEFINED. CHRISTOPHER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ENERGY 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 99599 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ARICHMOND 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780324-0358 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780887/aaaacusy.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: e5190467-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1803217 
Secure: OPEN 
Status: NATIVE 

Subject: US/EGYPT ENERGY ASSESSMENT 
TAGS: ENRG, TECH, EG 
To: CAIRO 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/e5190467-c288-dd11-92da-001cc4696bcc 
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